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RF 


0.5 FOOT-LAMBERT 


0.035 lb 


D212-725-1-283 EDGE LIT PANEL 


10) ALL DIMENSIONS ARE AFTER FINISH 


s 


9) TEXT FONT TO BE FUTURA DEMI-BOLD 
8) PANEL TO BE BLACK 37038 


11) PANEL BLUE/WHITE @ 28V, 1 


NOTES: 


1) MATERIAL: PER MIL-P-5425 
2) FINISH: N/A 
3) TOLERANCES: .XX = 0.020 
.XXX = 0.010 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.02 TO 0.03 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
7) WEIGHT: 
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LOCATION OF 
MS90335 LIGHTING 
CONNECTOR 


0.905 


1.950 
2 PL 


1.700 


1.810 


2 PL 
CSK 


2 PL 


0.265 X 100 


1.320 


0.690 


0.161 


0.150 
TYP 


0.660 
0.23 


3.90 


